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clofler observation of applicants for DXG Baaic 

Claes f'A". 11:31 

coTTeapondence course exemptions for M.SC and NC 

officers, 5:23 

dental student {Ensign 1995) programp 1:ZS 

environmental sanitation course, 11:1B 

environmental sanitation course for MSC Warrant 

officersj 4:19 

exhibit, NDC, award winning, 11:31 

film releases, 11:16 

film releases, nursing care series, 12:21 

flunked correspondence course asBignmentHj 

reworking of, 3:31 

foreign omcere at NNMC, 7:18 

MD Department correspondence couraea {Reserve) 
1:32 

MD USN film, officer procurement, 10:15 
military medical -dental BymjfOaium, 4th ND, 6:29 
military medic aKdental symposium, 5th ND, 5:24 
MSC Enflignfl complete OCS, Newport. R. I. , 1 1 :18 
Mutual Ag 81 stance Program of 1951, Navy's part 
in assisting, 2:18 

Naval Reserve officer school couraee, 1:30 
Navy consultants visit U.S. Armed Forces hos- 
pitals, 4:21 

Navy enlisted classifications reporting^ 10:29 
Navy nurse candidate program, 8:22 
non-pay medical corps (Reaerve), 12:31 
postgraduate courses for Dental officers, highspeed 
technique, 9 :26 

postgraduate courses at NDS, 9:25 
postgraduate short courses for Medical officers 
{Armed Forces Institute of Pathology), 4:J8 
proctology, 2"year course, St, Albans, N, Y. 
5:23 

relocation of Naval Correspondence Center, 2:26 
Reserve Medical companies curriculum entitled 
Preventive Medicine, package course, 3:26, 3:30 
Reserve, correspondence course in hospital 
personnel administration, 9:27 

senainar in ABC warfare and civil disaster program 
in 12th ND, 6:29 

shipboard peat control, recommended courses, 1:36 
surgical residency in U. S. Navy, 6:17 
flympoaium on heart dlBeaae^San E^exP* Oct 57, 7;17 
temperature, low, sanitation and cold weather med- 
icine, correspondence course In, 6:2B 



Traunna 

exposure treatment of bums , 12 ;7 
head injuries, management of, 12:19 
renal, management of, 9:5 

swimming pool injuriea, mycobacteria, and tubercu- 
losis -like disease, 11:40 
Yutampo bum, treatment of, 7:36 
Tuberculin converters, 10:13 
Tuberculosis 

accuracy of confirmatory diagnoais, 7:35 

a challenge, 9:31 

laoniazld after five years of clinical experience, 

3:34 

lung cancer, crossing of the curves, 2:31 

organisms resistant to drugs, 10:32 

picture, lights and darka in, 2:34 

pleurisy with effusion and subsequent tuberculosis 

relapse, 3:36 

prevention of, (Great Britalnji 6:3S 

pulmonary, lobecton^y for, 2:5 
Tumors 

desmoid, 6:11 

intracranial tumors in infancy and childhood, 1:9 

mediastinal, 5 :7 

neuroblastoma, 7:9 

URINARY CALCULUS diseaee among Israeli and Arab 

children, 9:12 
Urology 

cardiac arrest during urologic procedureG. 3:5 

total cystectomy, 5:3 

ureteral calculi^ treatment of;, 12:10 

ureteral injuries in pelvic Hurgery, 7;n 

VACCINATION of Naval civilian employees against 
poliomyelitis, 1:40 

Vaccine 

poliomyelitis vaccine needs moving, 7:34 

smallpox, freezing of, 6:30 
VD, biologic false positive reactions, 1:14 
Vending machine code, PHS ordinance, 1957, 5:37 
Vertebral arteriography in study of hemorrhage, 8;16 
Vision, direct, repair of intracardiac defects, 1:6 

WASP venom allergy and immunity, 3;17 
Water, drinking, standards for, 12:27 
"Women at Work" (American Association Industrial 
Nursee), 7:39 

X-RAY, hospital admission examinations, advantages, il;32 

Yokosulca, Japan Naval Denta.1 Clinic, 11:29 
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